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MINISTRY OF PETROLEUM AND NATURAL GAS 
ORDER 

New Delhi, the 7th December, 2006 

G.S.R. 743(E). —In exercise of the powers conferred 
by Section 3 of the Essential Commodities Act, 1955 (10 of 
1955), the Central Government hereby makes the following 
order further to amend the Solvent, Raffinate and Slop 
(Acquisition, Sale, Storage and Prevention of use in 
Automobiles) Order, 2000, namely :— 

1. (1) This Order may be called the Solvent, Raffinate 
and Slop (Acquisition, Sale, Storage and Prevention of use 
in Automobiles) Second Amendment Order, 2006. 

(2) It shall come into force on the date of its 
publication in the Official Gazette. 

2. In the Schedule to the Solvent, Raffinate and Slop 
(Acquisition, Sale, Storage and Prevention of use in 
Automobiles) Order, 2000, following serial numbers 
16 and 17 and entries relating thereto, shall be omitted 
namely- 

“(16)Benzene 

(17) Toluene” 

[F. No. P-11013/1/04-Dist] 

D. N. NARASIMHA RAJU, It. Secy. 

Note : The principal order was published in the Gazette of 
India, Extraordinary vide number G.S.R. 519(E) dated 
the 5th June, 2000 and lastly amended vide number 
G.S. R. 404(E) dated the 4th July, 2006. 
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